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4307 Varney Avenue 
Fort George G. Meade 
Maryland 20755 
21 August 1973 


Lieutenant General Vernon A. 
Deputy Director 
Central Intelligence Agency 
Room 7E12, CIA Hqs Building 
Langley, Virginia 20505 


Walters, USA 


Dear Dick: 
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12 Sep 73 

Gen Walters: 


A dm Marocchi called re this invite 
and I told him that it now looked like you would 
be out of town on that date. He expressed genuine 
regret at your not being able to attend, saying that 
you were a great dinner guest and that you always 
had something to say that people liked to hear 
especially the junior officers. I said I would tell 
you of his call and that you would probably be in 
touch with him. 

Nancy 
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